iinrfch 27, c j 



C, Mr. CVnrad 



Director J. Edgar iloover 
Federal jjurcau of Investigation 
Yiaohi nr ton , D. C. 



MrJK^Vl 

Mr. SullivAi 
Mr. Tivel._ 
Mr. T roller 
Tele. Room. 
Miss Holme 


Dear gr . lioover 


I would like to know just one thing, since you hated and once ' (/ >• 

publicly insulted Dr. i.i artin Luth e r^King how can you expect me to 
believe you when you say xnere was no conspiracy to" kill him? 

You announced there was no conspiracy to kill hr. King only 
24 hours after ho was shot. I do not think this was ample time to 
conduct a full investigation, liow can v/e believe you? why should 
anyone believe you? 

'■ 

1 think you said there was no conspiracy just to calm the n merican 
public and that is the reason you are still saying there is no 
conspiracy. The only trouble is not many people believe you. 

How could you make that announcement only 24 hours after Dr. 

King was shot? I wish you would inform me. 



Sincerely youi 





A 


12 APR 1 1969 





